LONG  DISTANCE TELEPHONY.
Telephone." The diaphragm cell is made of insulating-material, and arranged to clump a diaphragm, D, of thin platinum foil or lerrutype plate, the diaphragm being held in place in the cell by a ring, A. hi the cell is arranged a back plate, B, of brass, the space intervening between the back plate, B, and the diaphragm, D, being tilled with a body, G, of loose, finely divided conducting material, preferably finely granulated coke, sifted so as to remove all tine dust. Oven-made engine coke is recommended for this purpose. The binding screws, C, C, arc placed in connection with the diaphragm, D, and back plate, B.
Flu     I2i),
The H tinning Transmitter,
This transmitter may be used in a circuit; with a battery and Bell receiver, or the transmitter and battery may be arranged in circuit with the primary wire of an induction coil, the secondary wire being connected with the line wires extending to a distant point, and there provided with a Bell receiver. Thin transmitter has been tested by Prof. Cross along with the Edison and Blake transmitters, with the following results; The average strength of the current flowing with the Edison transmitter was 0*100 milliam-pere; with the Blake transmitter, 0*138 milliarnpere; and with the I limning transmitter, 0*560 milliampere.
